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Message Text 


UNCLASSIFIED 

PAGE 01 GUATEM 02383 072316Z 

65-60 

ACTION ARA-10 

INFO OCT-01 ISO-OO MED-03 /014W 

058694 

R 072300Z MAY 75 
FM AMEMBASSY GUATEMALA 
TO SECSTATE WASHDC 6689 

UNCLAS GUATEMALA 2383 

E.O. 11652: N/A 
TAGS: TECH, GT 

SUBJECT: LOAN OF COLEMAN JUNIOR SPECTROPHOTOMETER 

REF: STATE A-2604 

1. CLINICA SAN PEDRO IS A SMALL HEALTH POST IN EL ESTOR WHICH 
SERVICED 4,175 OUT PATIENTS IN 1974. FINANCIAL SUPPORT COMES FROM 
THE CLARETIAN CATHOLIC BROTHERS AND THE CATHOLIC MEDICAL MISSION 
OF NEW YORK PROVIDES MEDICINES ON A PERIODIC BASIS. DIRECTOR OF 
THE CLINIC IS MARIE T. EGAN A MEDICAL TECHNOLOGIST WHO HAS BEEN IN 
GUATEMALA FOR TEN YEARS. 

2. EMBASSY GLADLY SUPPORTS LOAN OF SPECTROPHOTOMETER. CONTRACT 
SHOULD BE MADE OUT FOR MS. EGAN'S SIGNATURE. ADDRESS OF CLINIC 

IS: CLINICA SAN PEDRO, APARTADO POSTAL 2361, GUATEMALA, CENTRAL 
AMERICA. 
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